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ACTION SS-30 

INEO OCT-OI ISO-00 SSO-00 NSCE-00 /03I W 

013920 

O 131615Z JUN 74 
EM AMEMBASSY DUBLIN 
TO SECSTATE WASHDC IMMEDIATE 5705 
INEO AMEMBASSY BONN IMMEDIATE 
AMEMBASSY BRUSSELS IMMEDIATE 
USMISSION EC BRUSSELS IMMEDIATE 
AMEMBASSY COPENHAGEN IMMEDIATE 
AMEMBASSY THE HAGUE IMMEDIATE 
AMEMBASSY LONDON IMMEDIATE 
AMEMBASSY PARIS IMMEDIATE 
USMISSION OECD PARIS IMMEDIATE 

CONEIDENTIAL DUBLIN 0760 

EXDIS 

E.O. 11652: GDS 
TAGS: ENRG 

SUBJ: ENERGY COORDINATING GROUP - PROPOSED INTEGRATED 
EMERGENCY PACKAGE 

1. TEXT OE PROPOSED INTEGRATED EMERGENCY PACKAGE DELIVERED 
TO ASSISTANT SECRETARY EAMONN GALLAGHER, WHO STUDIED IT 
VERY CAREEULLY AND IS MUCH INTERESTED IN DISCUSSING WITH U.S. 
OEFICIALS. 

2. GALLAGHER PLANS TO ARRIVE IN BRUSSELS APPROXIMATELY 
8:30 P.. ON SUNDAY, JUNE 16. HE WILL MEET IN BRUSSELS HIS 
DEPUTY, MICHAEL GREENE, WHO IS RESPONSIBLE EOR ENERGY 
MATTERS AND WHO WILL HAVE ARRIVED SOMEHWAT EARLIER THAT 
EVENING, AT AROUND 6:30 P.M. 

3. EITHER GALLAGHER OR GREENE WILL BE AVAILABLE TO MEET 
WITH US REPS AT ANY TIME THAT IS CONVENIENT AFTER THEIR 
ARRIVAL. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 DUBLIN 00760 131710Z 

4. PLEASE ADVISE SOONEST OE TIME AND PLACE OE MEETING 
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so THAT WE CAN CONVEY THIS INFO TO FONOFF. SORENSON 
CONFIDENTIAL 

NNN 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ENERGY, ITINERARY, MEETINGS, VISITS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 13 JUN 1974 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974DUBLIN00760 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7401 53-0573 
From: DUBLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740649/aaaabpyw.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SS 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: EXDIS 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 APR 2002 by izenbei0>; APPROVED <17 JUN 2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ENERGY COORDINATING GROUP - PROPOSED INTEGRATED EMERGENCY PACKAGE 
TAGS: ENRG, (GALLAGHER) 

To: STATE 
Type: TE 
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